GENERAL  ORDERS,  I 

WAR  DEPARTMENT, 

No.  156.  ^ 

Adjutant  General’s  Office, 

Washington,  October  11,  1862. 

By  direction  of  the  President,  Captain  Charles  H.  Webber,  1st 
Regiment  of  Artillery,  is  hereby  dismissed  the  service  of  the  United 
States. 

By  order  of  the  Secretary  of  War: 

L.  THOMAS, 

Adjutant  General. 

Official  : 


Assistant  Adjutant  General. 


